OF SOUTH CAROLINA

any of the election managers and clerks, if there be clerks, may be
engaged or seated. The voting machine shall be so placed that the
ballots on the face of the machine can be plainly seen by the man-
agers of the election when not in use by voters. 'The managers of elec-
tion shall not themselves be, or permit any other person to be, in any
position or near any position that will permit them to see or ascertain
how a voter votes or how he has voted. One of the managers of
election may inspect the face of the machine after each voter has cast
his vote, to see that the ballots on the face of the machine are in
their proper places and that the machine has not been injured. Dur-
ing an election the door or other covering of the counter compart-
ment of the machine shall not be unlocked or open or the counters
exposed except for good and sufficient reasons, a statement of which
shall be made and signed by the managers of election and attached
to the returns of election. No person shall be permitted in or about
the voting place except as now provided by law in elections where
paper ballots and ballot boxes are used.
SECTION 13-M: Duties of managers prior to opening polls-
write-in ballots-unopposed candidates.-The managers of each
election precinct at which a voting machine is to be used shall meet
at the voting place at least three-quarters of an hour before the time
set for the opening of the polls at each election, and shall proceed to
arrange within the guard rail the furniture, stationery and voting ma-
chine or machines for the conduct of the election. The managers of
election shall then and there have the voting machines, ballots and
stationery required to be delivered to them for such election. The
managers shall thereupon post at least two instruction cards con-
spicuously within the polling place. If not previously done, they shall
arrange, in their proper place on or in the voting machine, the bal-
lots prepared for such election. The keys to the voting machine
shall be delivered to the managers of election at least thirty minutes
before the time set for the opening of the polls, in a sealed envelope,
on which shall be written or printed the number of the voting ma-
chine, the number of the seal and the number registered on the pro-
tective counter device. 'The envelope containing the keys shall not be
opened until all of the managers of election for such precinct shall be
present at the polling place and shall have examined the envelope
to see that it has not been opened. The machine shall remain locked
against the voting until the polls are formally opened and shall not
be operated except by voters in voting. Before opening the polls each
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